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30 March 1959 


SUBJECT: Change Proposal LAC-6, Sexbant Lighting 
TO: Contracting Officer 


Change Proposal LAC-6, a copy of which you have received, 
is approved by FOG. Request you forward joint approval to the 

contractor if you concur. If you do not concur in this change, 
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